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25X1 A9a 


25X1 A9a 



MEMORANDUM FOR THE RECORD 
SUBJECT: Capacity Increase 



Bay • One 


Left of Aisle Right of Aisle 

Section 1 Section 2 Total 


New Capacity 3,915 

Old Capacity 2,280 

Increase 1,635 


3,965 

2,280 

1,685 


7,880 

4,560 

3,320 


Bay Two 


Section 3 


Section 4 


Total 


New Capacity 3,775 

Old Capacity 2,280 

1,495 


3,775 7,550 
2,280 4,560 
1,495 2,990 


Total for Both 


Total 


New 15,430 
Old 9,120 
Increase 6,310 




(Bay 3 increase will be smaller because of air conduits. 

Overall there will be 22 Sect ion 
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